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REPORTS ON LOCAL LIGHTHOUSES, &C. 


COPIES of Reports to the Board of Trade by the Trinity House of Deptford 
Irish Lights, of their Inspection of Local Lighthouses, Buoys, and Beacons 


I. — REPORT of Inspections of Local Lighthouses, &c., by the Corporation of 


NAME AND POSITION 

oe light; 

Date 

Name of 

Light. 

Illu- 

minaut. 

| Height 
j of Light 
! above 
: High 
i Water. 

j Condition of 
| Lantern, 
Apparatus, and 
I Establishment 
j generally. 


. of 

Inspection 

Local Lighthouse 
Authority. 

Character. 

j System. 


Newhaven : 

1910 : 


1 

| 



Feet. 



At the extreme seaward 
end of the Breakwater. 

7 May - 

Newhaven 
Harbour Company. 

j White, Group, 
| Occulting. 

Lenses 

Mineral 

Oil. 


Good 

1 

One on the extreme sea- 
ward end of the East 
Pier. 

7 „ - 

Do. 

j White, Fixed 

Do. 

Do. 

41 

Do. 

2 

One on the extreme sea- 
ward end of the West 
Pier. 

7 „ - 

Do. 

Red, White, and 
Green, Changing, 
Tidal, Fixed. 

Do. 

Do. 

41 

!' ' 

Do. 

3 

One small light below the 
West Pier Light for 
Tide Signals. 

7 „ - 

Do. 

Bed and White 
as required. 


Do. 

29 J 

Do. 

4 

Two Lights : (100 feet in- 
side (the Northward of) 
the West Pier Light- 
house above the capp- 
ing pieces of each Pier 
and nearly opposite one 
another. 

7 „ - 

Do. 

Green, Fixed 

Lenses and 
Reflectors. 

Do. 

13 

Do. 

5 

One at the extreme sea- 
ward end of and nearly 
opposite the West Pier 
Lighthouse. 

7 „ - 

Do. 

Changing White 
and Red. Fixed 
as required. 

A Railway 
Semaphore 
Signal Lamp. 

Do. 

46f 

Do. 

6 

On South Side of the 
Swing Bridge vertically 
over the centre of the 
fairway to indicate the 
moveable leaf of the 
Swing Bridge is closed. 

7 I ' 

Do. 

Ruby, Fixed 

Plain Single 
Jet. 

4 / 

17* 

Do. 


On either side of the 
Swing Bridge vertically 
over the fairway to lead 
through the passage 
between i lie fixed and 
moveable parts of the 
bridge when open. 


Do. 

Do. 

Reflector 

Colza Oil 

13* 

Do. 
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REPORTS ON LOCAL LIGHTHOUSES, :&C. 


Strond, the Commissioners o£ Northern Lighthouses, and the Commissioners of 
(in continuation of Parliamentary Paper, No. 78, of Session 1910). 


Trinity House, in 1910, pursuant to the 652nd Section of the Merchant Shipping Act, 1894. 


Tide or Docking Signals. 

Buoys and Beacons. 


„ . .. Con- 

Description. (1 „ ion 

No. 

Colour, Shape, Ac. 

„ IE in 

lest 

Position. 

Remarks. 


I Good I At Low Water Do. 

1 and under 

8 feet a Green Fixed 
Light. 

Over 8 feet and under Do. 
10 feet a Green. Fixed. 

Light and Small White 
Fixed Light below it. 

Above 10 feet and under Do. 
12 feet a Red Fixed 
Light. 

Above 12 feet and under Do. 
T5 feet a Red Fixed 
Light and Small White 
Fixed Light below it. 

15 feet and upwards a Do. 

White Fixed Light. 

Railway Semaphore Do. 


V (1)0.48. 700. 4/11. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 



Light. 

lllu. 

Height 1 
of Light 

Condition of 
Lantern. 







OF LIGHT. 

of 

Local Lighthouse 



minant. 


Apparatus, and 


Inspection. 

Authority. 

Character. 

System, 

High j 
Water. 

Establishment 

generally. 


N ewhaven — oant. 

1910: 





Feet. 




7 May - 

N ewhaven Harbour 

Red, Fixed 

A Railway 

Gas 

20 

Good 

1 

shed at the corner of 

Company. 


Semaphore 





the Old Quay, at the 
East side o£ and half 
way up the Harbour. 




Signal Lamp. 





ROTTINGDEAN : 









One on Jetty - 

7 Mav - 

Brighton and 

White, Fixed 

Ordinary 

Oil 

10 

No longer 



Rottingdean 
Seashore Electric 


Globe Lamp. 



exhibited. 



Brighton : 


Tramroad Company. 







One at Pier Head - 

7 May - 

Brighton West 
Pier Company. 

White, Fixed 

Plain 

Gas 

30 

Good 

3 

One at East. Landing 


Do. 

Red, Fixed 

Do. 

Do. 

17 

Do. 

4 










One *at West Landing 

7 » - 


Do. 

Do. 

Do. 

17 


3 


7 - 

Brighton Marine 

White, Fixed 

Ordinaty 

Oil 

29 

Do. 


Pier. 


Palace and Pier 


Riding Light 







Company. 


Lens. 





POIiTOBELLO : 









Buoy only 

7 May - 

Brighton Inter- 
cepting and Outfall 

- 


- 

- 


7 



Sewers Board. 







I'ORTSLADE : 









Buoy only 

7 May - 

Portslade and 
Southwick Outfall 


~ 

- 

- 


S 



Sewerage Board. 







Southwick : 









Buoy only 

7 May - 

Corporation of 

— 

— 

_ 

_ 

— 

9 


Brighton.- 







Shorhham : 









Two at the extremities of 

7 May - 1 

Shoreham Harbour 



Oil 

17 ft. 

Good 

10 

the Piers. 

Trustees. 


Prism ; West 
Light, Nil. 

I 

18 ft'.' 




One within the Upper 
Entrance. 

7 „ - 

Do. 

White, Occulting 

Metallic 

Gas 

42 

Do. 

11 

One on apex ol: Middle 


Do. 

White, Green or 

Do. 

Oil 

23 

Do. 

12 




Red, Fixed. 






Worthing : 









One on Pier - 

7 May - 

Worthing Pier 

White and Red 

_ 

Gas 

21 

fjnofl 

13 



Company. Limited. 

Sectors, Fixed. 






Littlehampton : 









One on North end of East 


Commissioners of ! 
the Port of Arundel 

Red, Fixed 

Lenses 

Do. 

30 

Good and well 

14 

On South end of East 


and Harbour of 
Littlehampton. 







7 - 

Do. 

White, Red and 

Reflectors 



Do. 

15 




Green, Fixed. 
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ftEPOEfS ON LOCAL tfeHlflOUSES, &<3. 


Corporation of Trinity House, in 1910— continued. 


Tide or Docking Signals. 


Triangular, 
Oblong, 
Diamond, Cir- 
cular Shaped 
Signals with 
Breen and Red 
centres, also 
Black Ball 
hoisted and 
Red Flags. 


Buoys and Beaco 



Green “ Wreck ” Buoy 


Buoy, Green with White Top, 
18 ins. deep, Conical. 


Buoy, Green and Yellow 
Vertical Stripes, Pear Shaped. 


5reen and Yellow, Conical, 4th 
Class Buoy. 


Buoy, Green and Yellow 
Vertical Stripes, Conical. 


General purposes. 


To mark the South- 
ward end of Old 
Chain Pier. 


Marking the seaward 
end of the Sewer 
Outfall. 


Marking Portslade 
and Southwick 
Sewer Pipe (.this 
buoy is lettered 
“ Sewer Outfall ”). 

To mark position of 
Sewer Outfall Pipe 
off Southwick Power 
Station. 


Leading Lights, !) 
seconds Light, 1 
second Dark. 

Marking Channels in 
Hast and West Arms 
of Harbour. 


Tidal Lights are ex- 
hibited from South 
end of Hast Pier, two 
lights, vertical, di- 
stance 7J feet, the 


with 1 
Light leads to 
the entrance 

East and Wo 
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REPORT'S ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 


— - ■ 

Date 

Name oE 

Light. 


Height 

Condition of 
Lantern, | 
Apparatus, and j 

NAME AND POSITION 



Illu- 

minant. 

of Light 
above 

of 

Local Lighthouse 



OP LIGHT. 

nspection. 

Authority. 

Character. 

System. 

High 

Water. 

Establishment 

generally. 

I.ITT h EH AM PTON — font. 

1910 : 





Feet. 


On West Pier - - - 

7 May - 

Commissioners of. 
the Port of Arundel 

— 

■ ~ 

~ 





and Harbour of 
Littlehampton. 






On’ the Swing Bridge, 

7 - 

Do. 

Red and Green 

Lamps 

Oil 

TO 

Good and well 

3 mile within the cn- 







kept. 

Bnoy only 

7 .. • 

Littlehampton 
Sailing Club. 






BooKOlt : 








One at seaward end of 

7- May - 

Bognor Urban . 

Green, Fixed - 

Ordinary 

Incandes- 

24 

Good 

Promenade Pier. 


District Council. 


Street Lamp. 

cent Gas. 



Selsey : 








One light on the beach 
(near Watehhouse) 

7 May - 

F. R. Leith 

White and. Red 

Reflector 

Paraffin 

25 

Fair, might be 
kept cleaner. | 


Sectors, Fixed, 


Oil. 


occasional, ij 



facing S.E. 





Southsea : 








Two on North and South 

7 May - 

Clarence Esplanade 

Red, Fixed 

— 

Gas 

16 

Good 

ends of Clarence Pier. 


Pier Company. 





Do. 

Two on each side of land- 

7 - 

South Parade Pier 

Do. 

Ordinary 

Electricity 

15 

ing South Parade Pier. 


Company. 


Lamp, Plain 
Glass. 




Portsmouth : 








Portsmouth Harbour Pier, 








Railway landing : 
One at North Angle - 

7 May - 

London and South 

Red, Fixed 

Common Glass 

Gas 

15 

Good 


Western and 








London, Brighton 
and South Coast 
Railway Companies. 





Do. 

One at South Angle 

7 „ - 

Do. 

Do. 

Do. 

Do. 

15 

Stokes Bay Pier : 








One at East, Angle 

9 - 

Do. 

Do. 

Do. 

Do. 

14 

Do. 

One at West Angle 

9 „ - 

Do. 

Do. 

Do. 

Do. 

14 

Do. 

Victoria Pier : 







Do. 

One at North end 

7 » • 

Portsmouth Pier 

Green, Fixed 

Do. 

Do. 

15 



Company. 






One at South end 


Do. ' 

Red and White, 

Do. 

Do. 

15 

Do. 



Fixed. 





Vextxor : 








One on the Pier • 

9 May - 

Ventnor Urban 

Red, Fixed 

Ordinary 

Electricity 

22 

Good 


District Council. 


1 “ mp j 




BEJI BRIDGE : 








On Embankment : 







Good 

Front. Light. 

9 May - 

Isle of Wight 
Railway Company. 

White, Fixed 

Dioptric 

Gas 

21 


Rear Light • 

9 „ - 

Do. 

Red, White, and 

Do. 

Do. 

28J 

Do. 




Green, Fixed. 






Printed image digitised by the University of Southampton Library Digitisation Unit 



DEPORTS ON LOCAL LIGHTHOUSES, &C. 


Corporation of Trinity House, in 1910 — continued. 

Fog Signals. 


Description. 


Tide or Docking 

Signals.] 


' Buoys and Beacons. 



Description. 

Con- 

dition. 

No. 

Colour, Shape, &c. 

Con- 

If in 
best 
Position. 

Black Balls 
and Pennant. 

Good 

- 

— 

r 

- 

Semaphore 

Do. 

- 

— 

- 

~ 

- 


1 

Red Buoy with Flag and Bell - 

Good 

Yes 

- 

- 

1 

1 

3 

Red, Conical Buoy - 

Red Barrel Buoy 
Black Barrel Buoys - 

Good 

Do. 

Do. 

— 

Yes 

Do. 

Do. 



















- 

- 

- 

— 

- 

- 







” 






— 

_ 

- 

— 

- 

- 

- 





~ ' 


- 

~ 

- 

— 












A 4 




'o serve as a round- 
ing mark (only . 
placed for six months 
in the year). 


leacon or Land Mark 
to local fishermen. 
Bognor Spit.” Per- 
manent Buoy. 

)nly in position from 
31st March to 31st 
November. 


fishermen’s Leading 
Light. It is in- 
tended to show 
lied from the Mixon 
Beacon to the shore 
on the West side and 
from the foul ground 
Pagham Poles to the 
shore on the East 
side. 


| Leading Lights shown 
only when vessels 
are expected. 

| Shows White in centre 
line of Channel (S. 
30° W.), Bed West of 
that line, Green East 
of that line, for 2 i° 
each way. 
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REPOETS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 



Date 

Name of 

Light. 


Heieht 

NAME AND POSITION 



IUu- 

of Light 




OF LIGHT. 

of 

Local Lighthouse 

Character. 

System. 

minant. 

above 

High 


Inspection. 

Authority. 


Water. 

Bembridge — cent. 

1910 : 





Feet. 

Fourteen Lamps attached 

9 May - 

Isle of Wight 

While, Red, and 
Green, Fixed. 

Dioptric 

Oil 

1 to 5 

• to Buoys on either side 
of Channel Entrance to 
Harbour Buoy. White 
remainder, Bed on Star- 
board side (when enter- 
ing), and Green on Port, 
side. 

Railway Company. 










Shanklin : 







Two at head o£ Pier 

9 May - 

Extension Pier 

Red, Fixed 

Plain Glass 

Gas 

15 and 


Company, Limited. 




27 

Sea View (Ryde) : 







One at end of Pier - 

9 May - 

Sea View Pier 
Company. 

Red, Fixed 

Reflector 

Electricity 

17 

Kyde : 







Buoys only - « 

9 May - 

Ryde Borough 

— 

— 

— 

— 

Council. 
Ryde Pier 

White and Red, 

Dioptric, O.G. 

Gas 

21 and 

Two at Old Ryde Pier, 
Lat. 50° «' 25" N., 

9 .. - 


Company. 

Fixed. 

Flat Flame 


15 

Long. 1° 09’ 35" W. 




Burner. 



Two at Old Ryde Pier, 

9 „ - 

Do. 

Green with Red 

Do. 

Do. 

22 

Western Head of. 



Sectors due 
South, Fixed. 




Vertical with the Green. 

9 „ - 

Do. 

White, Fixed 

Do. 

Do. 

29 

Bearing about S. 51° E. 
leads through N.W. 







Victoria Pier just to the 

9 „ - 

Do. 

Green, Fixed 


Oil 

12 

East of Ryde Pier. 







Cowes : 







Two on Victoria Pier 

9 May - 

Cowes Urban 

Green, Fixed 

Nil 

Gas 

15£ aud 


District Council. 




21* 

Three on Fountain Pon- 

9 „ - 

Southampton, Isle 

One Red and 

Ordinary Gas 

Do. 

1 

toon (Red at North end, 


of Wight and South 

Two White, 

Lamps. 



White at East side, 
White at South end). 


of England Royal 
Mail Steam Packet 

Fixed. 



j- 16J 


Company. 




i 

One on the Pier 

9 „ - 

Do. 

White, Fixed 

Arc Lamp 

Electricity 

j 

Lee : 







One at Pier Head • 

9 May - 

Lee-on-the-Solent 
Pier Company. 

Green, Fixed 

Ordinary 
Globular Biding 

Oil 

15 




Lantern, 
Dioptric Lens 
10-in. diam. 





Southampton : 







Calshot Spit Light Vessel 

13 May - 

Southampton 
Harbour Board. 

White, Occulting 

Dioptric 

Gas 

30 

Harbour Light, Town 

13 „ - 

Do. 

Green, Fixed 

Plain Globe 

Electricity 

42J 

Quay. 

Royal Pier, Eastern Arm 

13 „ - 

Do. 

Red, Fixed 

Do. 

Incandes- 

26J 

At Fftwlgy ; 

13 „ - 

Do. 

Red and White, 
Revolving. 

Trotter Lind- 

Lythenc 

27 




berg Light. 




I Condition oJ ! 

Lantern, 
Apparatus, and 
j Establishment 
! generally. 


Good 1 


Good 2 


Do; 1C 
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Reports on LocAL Lighthouses, & C . 


Corporation of Trinity House, in 1910 — continued. 


Fog Signals. 

Tide or Docking Signals. 

Buoys and Beacons. 

Remarks. 

Description. 

Con- 

dition. 

Description. 

Con- 

No. 

Colour, Shape, &c. 

“0,1. 

If in 
Position. 









For night guidance in 









and out of Binding 









Harbour. These 









lamps are only at- 









taclied to buoyswhen 









vessels of not less 









than 10 feet draught 









and bound for St. 









Helen’s Quay fordis* 









charging or from St. 









Helens Quay after 









discharging, and 









which vessels have 









been notified to the 









Railway Company 









as desirous of enter- 









ing or leaving the 









Channel by night. 





1 

Black Conical, Fairway Buoy, 

Good 

Yes 

To mark entrance. 
















Do. 

Do. 

Starboard side of 









Channel. 





r, 


Do. 

Do. 

Port side of Channel. 

- 

' 



- 

Perches 

Do. 

Do. 

Do. do. 

- 

- 


- 



- 

' 

Yes 

Marked “Borough of 






Stripes, Conical Buoys (5 feet). 



Kyde Sewer.” 






— 

— 

— 

Leading Lights for the 









Pier, the Red Light 









just open to the 





_ 

— 

— 

— 

Westward of the 









above White bear- 









ing about South 72° 






- 


— 

West leads through 









thcEastern Fairway. 

r “ 









- 


- 

- 

- 

— 

- 

- 


Bell 

] Good 







| 

- 

' - 

- 

- 




~ 


- 

, - 

- 

- 

: - 

— 


~ 


. 

! — 

" 





| 

1 
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. REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OB' LIGHT. 


Southampton— cont. 

At Cal shot : 

One on Dolphin neai 
Oalsliot Castle 
One on S.W. Dolphin 
One on Middle Dolphin ■ 

One on Inshore Dolphin • 


One on the North Pier 
Head of Empress Dock. 

One on the South Pier 
Head of Empress Dock. 

One on the North Pier 
Head of Outer Dock. 

One on the South Pier 
Head of Outer Dock. 

Two on S.W. extremity 
of Dock Extension 
Works. 


191.0 : 
13 May • 


Name of 

Local Lighthouse 
Authority, 


Light. 


While, Occulting 
White and Green, 
Revolving. 
Green, Fixed 


Illu- 

minant. 


i Rooms in Lymington 
River : 

Harper's Lake Post - 
Cocked Hat Post 
Seymour's Post 
Cross Room Post. 


Hythe Pier and 
Hythe and 
Southampton 
Ferry Company. 


Corporation of 
Lymington. 


Green, Fixed 
Red, Fixed 


Red, Fixed 
White, 1 Fixed 


Dioptric, 
Trotter Liud- 
berg Light. 


above 

High 

Water. 


j Apparatus, and 
Establishment 
generally. 


Incan- 

descent 

Electricity. 


Reflectors | Electricity 


London and South 
Western Railway 
Company. 


White, Fixed J 
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Corporation of Trinity House, in 1910 — continued. 


Fog Signals. i Tide or Docking Signals, j 


Buoys and Beacons. 


Description. 


Colour, Shape, &c. 


Black Conical Buoys 
Black Beacon • 

Black Beacons, Staff and Globe 


Do. Staff and Globe 

Do. Staff and Cage - 

Red Conical Buoys - 
Red Conical Gas Buoj' 

Black Conical Gas Buoy - 
Black and White Check Can | 
Buoys. 

j Black and White Check Can Gas 
Buoy. • 

: Black Beacon, Staff and Globe - I 


Maintained for the 
Admiralty. 


Do. 


Marked S.W. An- 
chorage. 

Height of Light 
above High Water 
27 ft. Focal Plane. 
Itchen Beacons. 

In Eling Channel. 


Do. 


do. 


At Horsehead (Junc- 
tion of Eling and 
Redbridge Chan- 
nels). 

In Redbridge Chan- 
n 1. 

In the River Hamble. 


1 Weston Shelf Outer’ 
(Occulting Light). 

1 N.W. Netley.” 


1 Black Jack or 
Castle ” (White 
Occulting). 

‘ Hythe Beacon.” 


10 


11 

12 


1 j Black Post Beacon, with Cage 
| Topmark. 

1 | Black Post Beacon, with St. 

! Andrew’s Cross Topmark. 

1 i Black Post Beacon, with Dia- 
I mond Topmark. 

2 1 Black Post Beacons, with Globe 
j Topmarks. 

1 ; Black Post Beacon, with Triangle 

| Topmark. 

I j Black Post Beacon, with Barrel 
Topmark. 

1 Black and White Beacon, with 
Barrel Topmark. 

Numerous Perches on either 


Good 


Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


Yes 


Leading Lights 125 ft. 
apart. Lead into 
the Channel. 
Shown from Sep- 
tember 1 to April 30. 


Do. 

Do. 

Do. 


Do. 

Do. 

Do. 


11 

15 

16 
17 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — -Report of Inspections of Local Lighthouses, &e., by the 




Name of 

Light. 


Height 

Condition of 


NAME AND POSITION 




Illu- 

minant. 

of Light 
above 



of 

Local Lighthouse 



Apparatus, and 



Authority. 


System. 

. 

High 

Establishment 



Inspection. 



Water. 

generally. 


Yarmouth (Isle of Wight): 

1910: 





Feet. 




13 Mav - 

Town Trust, 
Yarmouth, Isle of 

Green, Fixed 

Nil 

Gas 

12 

Good 

1 









Outer. 

One in rear of the former, 

13 „ - 

Do. 

White, Fixed 

Do. 

Do. 

13 

j Do. 

2 


13 ., - 

,Do. 

Red, Fixed 

Argand 

Do. 

15 

'-Do. 

3 


13 - 

Do. 

White and Red 

Lamp 

Do. 


Do. 

4 

of the Quay. 









Totlan'd Bat : 









One on end of Pier • 

10 May - 

Totland Bay Pier 
and Hotel 
Company. 

Green. Fixed 

Dioptric 

Oil 

20 

Good 

0 

Alum Bat : 









One on Pier - 

10 May - 

Alum Bay Pier 

Red, Fixed 

Dioptric 

Oil 

10 

Fair, might be 

6 

Company. 





kept cleaner. 


Boscombe : 









One on end of Pier - 

12 May - 

Corporation Of 
Bournemouth. 

Red, FLxed 

Plain Glass 

Gas 

24 

Good 

7 

BOURNEMOUTH : 









One at end of Pier - 

• 

12 May - 

Corporation of 

Red, Fixed 

Ordinary 

Gas 

23 

Good 

8 

Bournemouth. 


Lamp. 






u - 

Do. 

White. Fixed 

Arc 

Slectricity 

41 

Do. 

9 

10 

Three lights on a column 

12 ,. - 

Do. 

Do. 

Arc 


70 

Do. 

at entrance to Pier. 
Storm Water Outfall 

12 .. - 

Do. 

Do. 

_ 

_ 

_ 

Do. 

11 

Outermost Trestle. 
Storm Water Outfall 

12 ,. - 

Do. 

Do. 

_ 

— 

— 

Do. 

12 

(6 feet below). 









Poole : 









Two leading lights for 









entrance to Poole 
Harbour over the Bar 







Good 

13 

Low Light at the 

12 May - 

Poole Harbour 

White, Fixed 


Electricity 

22 

West end of the 

Commissioners. 





Do. 

14 



12 „ - 

Do. 

White and Red 

Do. 

Do. 

60 




Sector, from 






corner of Sandbanks. 



S. 7° E. to 









S. 73° E. 





15 

Leading in Harbour 

12 - 

Do. 

Red, Fixed 

Do. 

Oil 

20 


Light one of two on 









Channel, N. 49° E. 
Second on shore near 

12 „ - 

Do. 

Do. 

Do. 

Do. 

47 

Do. 

16 

end of Whateley Pier. 
Third near end of Park- 

12 „ - 

Do. 

Do. 

Do. 

Do. 

20 

Do. 

17 

stone Pier leading from 
last light. W. 28° N. up 









Main Channel. 

Two lights on Poole Quav 

12 .. - 

Do. 

Do. 

Do. 

Gas 

34 

Do. 

18 

from Main Channel up 









Little Channel, N. 5° E. 






40 


19 

Buoys i 

12 „ - 

Do. 






One to show all round 

12 „ - 

G. Habgood 

Red, Fixed 


Oil 

14 

Good 

20 

from the end of Sand- 
banks Pier, 









Swanage : 









At. end of South Arm of 

12 May 

Swaungo Pier 
Company. 

Red, Fixed 

| Nil 

Gas 

13 

Good 

21 

Old Pier. 





Do. 

22 


12 ., • 

I)o. 

Do. 




New Pier, 

j 

1 


j 
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REPORTS ON LOCAL LIOHTHOLWJ*, &C. 


Corporation of Trinity House, in 1910 — continued. 



Fog Signals. 

fide or Docking 

Signals. 

lltKnys aad iksmms. 

Description. ' 

Con- 

Description. 

Con- 

dition. 

No. 

C-tlmr, Stfoapv, Ice, 

Cm* 

SHm- 

MS® 

test 

ftest'itfevi 





Good 





1 



monds. 







“ 

“ 

- 

- 

- 

— 

~ 

— 


_ 

— 

— 

— 

- 

— 

— 

— 

* 

~ 

— 

~ 

~ 

IS 

JiSfaclk leg; Knaws (WawH) 


4«s 






1 

Bed Basnet W«w8 Kowy - 

Site. 

la®. 

5 

- 

- 


- 


— 

- 

- 

6 




- 


Bilsdk JBmsy - 

(Saudi 



F<ug Henna 

G<m4 

- 


- 

— 

- 

- 



(Bauml 

WSaSne anil 






_ 




Btoe Flags 









amiE FtaMHBBte 







10 

- 

- 



- 

— 



IE 

— 


~ 

— 

' 













12 









13 

_ 

_ 

- 

~ 

- 

— 

- 

- 

14 

- 

- 

~ 

— 

- 

— 



1® 

- 

- 

- 

- 

- 

— 

- 

- 


_ 

_ 

— 

- 

- 

— 

- 

- 



















ns 

- 

- 

- 

- 

- 

— 

- 

- 






1 

Bttuilk <SJ»u it'uiojw - - - 

©Mil 

'ffiss 






n 

lSSuSiiwroinmll IBkqk - 

IWo. 

Oto. 







iMtaslk ©nriijail RU^v ltWU Hop.- 

USo. 

Uto. 
















Ititrtl until WlliiWitl'itnilcpil ffiwjy - 


iStu. 







lUlmlktCImiifidUfun.v- 

Ittn. 

I6to. 






sa 

Itistl a«ull WBtte tthueil jRiujjs? - 



St) 









2n 




— 

- 



- 

- 

25 

— 



' 






IS $ 


10 



\¥Mi« fovrewdts 
tew,- Stoll tomeofe 


Ife muwk Jfiww Stadte 
dlwflMtgsuMwuKK- 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 




Name of' 

Light. 


Height 

Condition of 

NAME AND POSITION 



Illu- 

minant. 

of Light 
above 

Lantern, 
Apparatus, and 


Local Lighthouse 



OF LIGHT. 

Inspection. 

Authority. 

Character. 

System. 

High 

Water-. 

Establishment 

generally. 

Weymouth : 

1910 : 





Feet. 


Two in line on North Pier 

11 May 

Weymouth Town 

Green, Fixed 

Nil 

Gas 

23 and 
18 

flood 

Two near the beach 

11 .. - 

Do. 

Red, Fixed 

Do. 

Do. 

30 and 

Do, 

Eastward ol Railway 






-0 


Station. 

One on the end of South 

11 „ - 

Do. 

Do. 

Do. 

- 

13 

Do. 

Stone Pier at entrance 
. to Harbour. 








Rye : 









7 May 

Rye Harbour 

Green, White 
and Red, Fixed. 

Reflectors 

Oil 

25, 21, 

Good 

of East Pier. 

Commissioners. 



.28 and 








On extremity of Groyne 

- 

7 „ • 

Do. 

Red, Fixed 

Do. 

Do. 

21 

To. 

West side of Harbour 




Do. 


20 

Do. 

One on Outer end of 

7 „ - 

Do. 

White, Fixed 


Eastern Pier. 








Bkidpokt : 








One on East Pier Point - 

It! June - 

Bridport Harbour 

Red, Fixed 

Reflector 

Oil 

8 to 10 

Good 



Commissioners. 






One on West Pier Head - 

16 „ - 

Do. 

Green, Fixed 





Lyme Regis : 








On Inner Pier Head 

16 June - 

Corporation of 


Nil 

Gas 

18 

Good 



Lyme Regis. , 






Old Custom House - 

16 „ - 

Do. 

Red, Fixed 




Do. 

: 

Beer : 




; 




One near Church 

2 June- 

Thomas Westlake 

White, Fixed 

Catoptric 

Oil 

86 

In good order 

Sidmocth : 

| 







One on Esplanade - 

■ 2 June - 

Sidmouth Urban 

White, Fixed 

Lens Dioptric 

Gas 

41 

In bad order. 


District Council. 




Two panels of 
Lens broken 
badly. Dirty 
and neglected. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


Corporation of Trinity House, in 1910— continued. 


Fog Signals. 

Tide or Docking Signals.j 

Buoys and Beacons. 

Description. 

Con- 

dition. 

Description. 

Con- 

dition. 


Colour, Shape, &c. 

Con- 

dition. 

If in 
best 
’osition, 

Explosive 

- i 

Good 

- 

- 

- 

1 1 1 

1 I 1 








Black Can Buov. Ball Topmark 

Good 

Yes 





1 

Green and Yellow Vertical 

Do. 



- 


- 


Striped Conical Buoy. 

- 

- 1 

| 

- 



Good 




Spherical Buoys 

Good 

~ ! 
Yes ( 





i 

Conical Buoys 


DO. ) 



Peter. 






' 


Black Ball and 

Good 



_ 




Pilot Flag. 

— 

1 

Black Oblong Buoy, Wood 

Good 

Yes 



_ 





~ f 

- 

- 

- 

- 

- 


- 





' 

1 

Black Oblong Warping Buoy - 

Good 

l 

Yes. 





Seve- 

Black, Square and Oblong 

Do. 







Mooring Buoys. 







1 

Beacon, with Basket on top 



- 

1 — 

- 




- 






. 













Lamp for purpose of 
lighting out of 
Harbour. 


Leading Lights, N. 
14° W„ 930 yards 
apart. Upper light 
shows Green when 
there is a depth of 
7 feet on the bar, 
Red when 8 feet, Red 
and White vertical 
when 9 feet, White 
when 10 feet or 

shown when depth 
is less than 7 feet. 
Shown when water 
is rising until half 
ebb. 

White to Starboard, 
Black to Port. 


for guiding ships 
between the Piers 
at night-time they 
are put on the piers 
only when vessels 
are entering into 
the Harbour and 
when it has been 
ascertained there is 
sufficient water for 
vessels to get up. 
The Lights are por- 
table and removed 
when the vessel is 
within the Piers. 


[■ ] Leading Light — 

At sea the outer 
light shows above 
the inner light. 

In line N. 28° W„ 
275 yards apart. 


| Exhibited from 1st 
October to 31st 
March as a Beacon 
Light for fishing 
boats. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 




Name of 

Light. 


Height. 

Condition of j 


Date 

of 



lllu- 

if Light 
above 
High 

Lantern, j 
Apparatus, and 
Establishment | 

NAME AND POSITION 
OP LIGHT. 

Local Lighthouse 

Character. 

System. 


Inspection. 

Authority. 



Water. 

generally. 1 

EXMOUTH : 

1910 : 





Feet. 


One at the top of the 
Beacon. 

3 J une - 

Exmouth Urban 
District Council. 

White, Fixed 

Reflector 

Incandes- 
cent Gas. 

80 

Poor order, 
Reflector re- 
quires atten- ! 

One on Trefusis Terrace, 
both in line with No. 3 

3 „ - 

Do. 

White and Red 
Sectors, Fixed; 

Plain Jets 

Do. 

70 

Red Glass 
broken. 

Black Buoy outside the 
Bar. 








One N.NAV. of the Pier, 


Exmouth Dock 

Green, Fixed 

Ordinary Gas 

Gas 

IS 

Very good 

Exmouth. 

One S.S.E. of the Pier, 

3 „ - 

Comfiany. 

Do! 

Red, Fixed 

Do. 

Do. 

IS 

Do. 

Exmouth. 








Dawlish : 






40 


The Western end of the 

2 .Tune - 

Dawlish Urban 

Green towards 

Single Jet, no 

Gas 

All in good • 

Marine Parade. 


District Council. 

the Sea, Fixed. 

Reflectors. 



order and 
condition. 

17 yards behind the above 

2 „ - 

Do. 

Green, Fixed 

Do. 

Do. 

45 

Do. 

Teignmouth : 








One on S.W. end of Dcnn 

2 June - 

Teignmouth 

Red, Fixed 

Catoptric 

Incandes- 

34 

In goed order 

in Limestone Tower. 


Harbour 

Commissioners. 



^Gas* 8 

34 

Do. 

One on lamp post in front 
of Powderham Terrace. 


Do. 

Do. 

Nil 




One at Inner end of Old 

8 „ - 

Teignmouth 

Do. 

Do. 

Oil 

17 

Do. 

Quay Extension. 

One at Outer end of Old 


Quay Company. 



Gas 

19 

Do. 

Quay Extension. 

2 „ - 

Do. 

Do. 

Do. 

Torquay : 







In good order 

One on end of each Break- 

2 June - 

Town Council of 

Red to Seaward, 

3-50 c.p. 

Electricity 

30 

water (Haldon Pier). 


Torquay. 

White to Harbour 

Incandescent 



and condition. 



Fixed. 

Lamps. 




One on Inner Harbour 

2 .. - 

Do. 

Red N.E. to S.E., 

— 

Gas 

25 

Do. 

Pier Head. 



White elsewhere. 








Fixed. 




Do. 

One on end of West Break- 

2 ,. - 

Do. 

Green, Fixed 

Lenses 

Electricity 

80 

Head. 








One on wall on beach at 

2 „ • 

Do. 

Red, Fixed 


Gas 

20 

Dirty and 

Babbicombe. 







neglected. 

BUIXHAM : 








One on end of Pier - 

3 June ■ 

Brixham Harbour 

Green. Fixed 

Glared Six- 

Gas 

20 

Good order 



Master. 


panelled, 
Lantern, Bulla- 
eye Lenses in 








Two Panels to 




On Dolphin at extreme 

3 „ - 

Do. 

Two Red, Verti- 

Globe Lamps 

Oil 

30 

Do. 

end of new Breakwater 



cally, 6 feet apart 





works. 
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Corporation of Trinity House, in 1910— continued. 


Fog Signals. 


Tide or Docking Signals. 


Buoys and Beacons. 


Black, Half Nun, Buoy 


Good 


White Seaward and 
up the Harbour from 
Checkstone, lied 
from Double Ledge 
into Harbour to 
Checkstone. 

Yes Marked “ Drain ” in 
white letters. 

— To point out to the 

Masters of the 

— Passenger Steamers 
using the Pier the 
exact position and 
lay of the Pier 
Head so that they 
may come alongside 
without risk of 
damage ; they are 
only lighted for a 
short time in summer 
nights. 


( For use of the Fisher- 
men. They are small 
lamps with one 
burner. 


8 


9 


10 


11 

12 


13 


13 


1G 


C 


0 18. 


1 Black, Spit, Buoy - 


Good 


Leading Lights for 
l Bar ; Bar constantly 
j shifts. 

Yes Warping purposes 
onlj'. 

— i Lighted in the winter 
l from Michaelmas to 

— I Lady-day. 


— Leading Light to 

indicate the end of 

Pier and entrance to 

Outer Harbour. 

— Leading Light to 

indicate the entrance 
to Inner Harbour. 

— To indicate the end of 

the New Pier or 
Breakwater in con- 
nection with en- 
trance to Outer 

Harbour. 


lied Flag 


Good 


To mark end of Inner 
Breakwater. 


Black Flat and Barrel Shaped 
Mooring Buoys. 

Red Flat and Barrel Shaped 
Mooring Buoys. 

Red Warping Buoy 


Good 


Do. 

Do. 


C 


Do. 

Do. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 

Date 

of 

Inspection. 

j 

Light. 

lllll- 

minant. 

Height 
of Light 
above 
High 
Water. 

Condition of 
Lantern, 
Apparatus, and 
Establishment 
generally. 

Local Lighthouse i 
. Authority. 

Character. 

System. 

Dartmouth : 

One on end o£ Outer Jetty 

1910: 

3 June- Great AA r estern 

1 Railway Company. 

Red and White, 
Fixed. 

- 

Oil 

Feet. 

21 

Good order 

Four, one at each end of 
Railway; Pontoon at 
Kings wear and Dart- 
mouth. 

One at. Kings W ear 

3 ,, - 

Do. 

Dartmouth 

Harbour- 

Commissioners. 

Red, Fixed 

AVhitc, Red and 
Green Sectors, 
Fixed, 

Reflector 

4th Order 
Dioptric, with 
Reflector. 

Oil at 
Kings wear. 
Gas at 
Dartmouth 
Oil 

10 

85 

Do. j 

Do. 

One at Kings Wear 

3 „ - 

Do. 

White, Fixed 

Dioptric 

Oil 

70 

Do. 

One on wall of Coast. 
Guard Station. 

3 „ - 

Do. 

Red and Green, 
Fixed. 

Dioptric, with 
Reflector. 

Gas 


Do. 

Salcombe : 

One on Salcombe Pier - 1 
One on Salcombe Pier 

H§f- 

Kingsbridge and 
Salcombe Harbour- 
Improvement 
Lessees. 

Do. 

Red, Fixed 
White, Fixed 

Glazed 

Lanterns. 

Do 

Gas 
Do. | 

14 

14 

Faii- 

Do. 

Plymouth : 

Millbay, Two Horizontal 
Lights 4 ft. 6 ins. apart 
on West Pier Head of 
Outer Harbour, 

6 June- 1 

Great Western 
Railway Company. 

Red, Fixed 

Plain Glass 

Gas 

17 

All in very 
good order. 

One on Millbay Pier Head 

6 >’ • 

Do. 

Do. 

Do. 

Do. 

30 

Do. 

One on Western end of 
Pontoon. 

6 ■ 

Do. 

Green, Fixed 

Do. 

Do. 

21 

Do. 

Two Vertical Lights 4 ft. 
apart on Western end 
of Trinity Pier. 

On Dock Head, East, 

On Dock Head, AVest 

6 ’’ ‘ 

Do. 

Do. 

Do 

White, Fixed 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

25 

25 

25 

Do. 

Do. 

Do. 

At South end of Pro- 
menade Pier. 

6 June. 

Plymouth Pro- . 
menade Pier and 
Pavilion Company, 
Limited. 

Red, Fixed 

- 

Oil 

18 

Do. 


12 

13 


Printed image digitised by the University of Southampton Library Digitisation Unit 



REPORTS ON LOCAL LIGHTHOUSES, &C. 


19 


Corporation of Trinity House, in 1910— continued. 


Fog Signals. 

_ ... Con- 

Description. dition< 


Tide oi' Docking Signals. J 


Buoys and Beacons. 


Description. 


Con- 

dition. 


Colour, Shape, &e. 


Black Balls, 
Ireen and Red 
Lights 


Checkered, Flat Top, Can Buoys 
Black, Sugar Loaf Topmark 
Buoy. 

Red Drum Buoys - 


White, Tall, Pole, Beacons with Poor. 
Ball Topmark. • require to j 

be painted. 

Red, Tall, Pole, Beacon with j Do. | 
Ball Topmark. 

Red Can Buoy - 


j To direct Vessels to 
Kingswear Jetty 
after entrance to 
Harbour. 

j For protection of Pon- 
toons and to direct 
Railway Steamers in 
approaching. 

I Showing aWhiteLight 
marking the Fairway 
entrance to the Harbour over 
91° between N. 9° W. and 
N. 19° W., and outside those 
bearings on the N.E. side 
until masked by the land 
showing a Red Light marking 
the shoals of the “Kettle 
Point ” and the “ Castle 
Ledge,” and on the S.W. side 
until masked by the land 
showing a Green.Light mark- 
ing the shoals of. the Check- 
stone ” and the “ Pin." 


Also a White Leading 
Light seaward of 
the principal White 
Light, the two lights 
in one showing the 
centre of theFairway 
— In line N. 14° W. 

Leading Light for 
Inner Harbour, Red 
from N. 45° W. to 
N. 54° W. over the 
Fairway ; Green to 
the land on either 


Checkstone, Home- 
stone, and Castle 
Ledge. 


Good 




] Fairway. 


! To indicate theposi- 
I tion of the New 
! West Jetty at the 
| Western side of the 
| Outer Harbour, 
i To indicate the posi- 
| lion of the Millbay 
I Pier on the Eastern 
side of the Outer 
i Harbour, 
j To indicate position 
| of Western end of 
! Pontoon. The Pon- 
toon being a floating 
structure, this Light 
rises and falls with 
the tide. 


- I 


Black Can Buoys - 
Red, Pear Shaped Buoys 
White, Pear Shaped Buoys 


i . Warping and Mooring 
Do. j I purposes only. 

In line with the rocks 

at West Hoc and 
those at the East 
side of the Pier. 
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llEPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &o., by the 





Light. 


Height 
of Light 

Condition of 

~ 

NAME AND POSITION 












OF LIGHT. 

of 

Local Lighthouse 



minant. 

above 

Apparatus, and 


Inspection. 

Authority. 

Character. 

System. 

High 

Water. 

Establishment 

generally. 


CATTEWATER : 

1910: 





Feet. 



One at Mount Batten, 

1 (i June - 

Oattewater Harbour 

White. Occulting 

6th Order Port 

Oil 

24 



Breakwater. 


Commissioners. 

at intervals of 

Light. Dioptric 



Lens should be 





5 seconds. 

Lera. 



kept clean. 


Plymouth : 









. One at Phoenix Wharf : 

ti .In up - 

Corporation of 

Red. Fixed 

— 

Gas 

24 

Good order 




Plymouth. 







Sutton Harbour (Ply- 









mouth) : 









One on West Pier Head - 

(1 June- 

Sutton Harbour 

White. Fixed 

Glazed Lantern 

Has 

20 ft. 

Good order 




Improvement 




spring. 





Company. 




25 ft. 









neap. 



North end Fish Market, 



Red to S. and E., 


Incandes- 

11J 

Do. 


Pier Head. 



otherwise White, 









Fixed. 






One on Sutton Jetty 

6 .. - 

Do. 

White, Fixed 

Do. 


134 



One on Baylev Wharf, 

6 .. - 

Do. 

Do. 

Do. 

Do. 

124 

Do. 


West end. 

One on Parade Quay 

. 

Do. 

Red to East, 

Do. 

Do. 

Do. 


12* 




Fixed. 





Devonport : 









Mount -Wise (Recreation 

6 J line - 

Corporation of 

Red on Seaward 

_ 

Gas 

_ 

Good order 


Ground). 


Devonport. 

face only Fixed. 






Mutton Cove Pier - 


Do. 

Green do. 






North Corner Landing 


Do. 

2 Red, Fixed 


Oil 



10 

Stage (on Pontoon). 
Pottery Quay Landing 

6 ., - 

Do. 

Do. 


Do. 


Do. 

11 

Stage (on Pontoon). 








Looe : 









One on end of Pier - 

6 June- 

Looe Harbour 

Red, White and 

Dioptric 

Oil 

26 

Very good 




Commissioners. 

Green Sectors. 









luxed. 





Polperro : 









One on end of West Pier - 

(i June - 

Polperro Harbour 

White, Fixed 





13 



Trustees. 






Fowey : 









One on Whitehouse Point 

6 June - 

Fowey Harbour 

White. Occulting 

Dioptric 

Oil 

35 

Very good 

14 



Commissioner's. 

every 25 seconds, 
20 seconds Light 




crier. 














Dark. 






One near (St. Catherine’s 


Do. 

White, with Red 




Do. 


Point. 



Sectors, Flashing 
12 flashes every 









minute. 






Mevagissey : 









One on end of the South 
Breakwater. 

(i June - 

Mevagissey 
Harbour Trustees. 

White, Fixed 

Dioptric 

Electricity 
with Oil' 

27 

Fair order 

16 






as s an - 




Falmouth : 









One on the end of the 

7 June - 

Public Works Loan 

Green. Fixed 




Fair order 


Eastern Breakwater. 


Commissioners. 



cent Gas. 



One on the end of the 

7 „ - 

Do. 

Do. 




Do. 

18 

Western Breakwater. 







One on end of Pier - 

7 „ - 

Falmouth Cor- 

Red Fixed 

Ordinary 

Incandes- 

30 

Good order 

19 



poration. 


Lamp. 

cent Gas. 




St. Mawes : 









One on end of Pier 

7 June - 

St. Mawes Pier 

Red to Seaward 

Ordinary 

Oil 


Good order 

20 



and Harbour 








Company. 

pane only, the 
other three panes 









White, Fixed. 
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Corporation of Trinity House, in 1910 —continued. 


Tide or Docking Signals. | 


Buoys and Beacons. 


If in 
best 

Position. 


| White, Green 
; and Red Flags 
I and Lights. 


8 i Black Cylindrical Mooring Buoys; Good V 


Marking Landing I’icr. 


White 47°, lied Arc 
60° to cover rocks 
on Eastern shore ; 
also Red Arc of 60’ 

I to cover rocks on 
Western shore. The 
White Arc leads 
] clear into the Har- 
bour. 


| To mark entrance to 
| Fowcy Harbour so 
> as to clear Cannis 
Rock on the West 
I and Udder Rock on 
] the East. 


— During Winter 

j Months only. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 

Date 

Name of 

Light. 


Height 
of Light 
above 
High 
Water. 

Condition of 
Lantern, 
Apparatus, and 
Establishment 
generally. 


of 

Inspection. 

Local Lighthouse 
Authority. 

Character. 

System. 

minant. 


Mullion Harbour : 

1910 : 





Feet. . 



One on West Pier Head, 
Port Mullion. 

7 June - 

iRt. Hon. Viscount 
Clifden. 

Red Seaward, 
White Inshore- 

Ordinary 

Glazing. 

Oil 

30 

Fair order 

1 

l’ORTHLEVEN : 









One on South Pier - 

7 June - 

Porthleven Dock 
and Harbour 
Company. 

Red, Fixed 

Dioptric 

Oil 

33 

Very good 
order. 

2 

Penzance : 









Pier Head Light - 

10 June- 

Corporation of 
Penzance. 

White with Red 
Sector, Group 
Occulting. 

Lenses 

Incandes- 
cent Gas. 

37 

Good order 

3 

Newlyn : 









One on New South Pier 
Head. 

10 June - 

Newlyn Pier 
Com pan y. 

White, Occulting 

Lenses 

Oil 

32 

Good order 

4 

One on North Pier Head - 

10 „ 

Do. 

Red with White 
Sector, Fixed. 

Ordinary 
Lamp 
60 Candle 

Do. 

12 

Do. 

. ° 

On Old Pier Head - 

10 „ 

Do. 

Do. 

Ordinary 
Glazed Lamp. 

Do 

10 

Do. 

6 

Mousehole : 









Two on Pier Head, 
\ r ertical. 

10 June - 

Mousehole Harbour 
Commissioners. 

White, Fixed 

Ordinary 

-Oil 

20 

Fair order 

7 

St. Ives : 









One on Inner Pier - 

13 June - 

St. Ives Harbour 
Commissioners. 

Red, Fixed, with 
White and Green 
Sectors. 

Dioptric with 
Reflectors. 

Gas 

28 

Fair order 


One on West Pier Head - 
IIayle : 

13 „ 

Do. 

White Landward, 
Blue Seaward, 
Fixed. 

Ordinary 
Street Lamp. 

Do. 

24 

Do. 

9 

One on Lelant Towans - 

13 June - 

Harvey & Co. 

White, Fixed 

Catoptric 
9-in. Reflector. 

Oil 

59 

In good order 

10 

One behind above - 
Portreath : 

13 

Do. 

White, Fixed 

Catoptric 

Do. 

8L. 

Do. 

1 

11 

Shown from a Point just 
inside the Pier Head. 

13 June - 

F. Bain 

Bed 

Hand Lamp 


- 

Good 

12 

Shown from Hill East of 
Harbour Entrance. 

13 „ 

Do. 

Red and Green 

Do. 


- 

Do. 

13 

ST. Mary’s, Scilly : 









One on end of Pier - 

10 Aug. - 

Governor of the 
Isles of Scilly. 

Red, Fixed 

Lenses 

Oil 

15 

Good 

1 i 
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Corporation of Trinity House, in 1910 —continued. 


Tide or Docking Signals, j 


Buoys and Beacons. 
Colour. Shape, &c. ; 


g Hand Bell 


White and 
Green Lights. 


Black Spherical Mooring Buoys 
Red Conical Buoy - 


1 During Winter 

Months only. 


Red . to Seaward, 
White in Harbour. 
To guide craft into 
the Harbour. 

I To guide vessels into 
the Inner Harbour. 


White Sector is 
shown to the South- 
ward of the Red 
Sector when there 
i 10 feet or more 
t the Pier Head, 
and a Green Sector 
when there is less. 


Docking Lights 
| and Occasional | 
Red Lights. 


j Lights for entering 
shown when there 
is 12 feet or more 
on the Bar. 

A White Light 
from the Upper and a 
Red from the Lower 
Tower is shown by 
Special Request to 
vessels leaving Dock 
when there is less 
than 12 feet on Bar. 


Red and White 
Flags. 


| Shown to indicate 
whether Pilots are 
required and also as 
Leading Lights, 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c;, by the 



Date 

N nne of 

Lig 

t. 


Height 

Condition of 









OP LIGHT. 

of 

Inspection. 

Local Lighthouse 
Authority. 

Character. 


minant. 

h3 

Water. 

Apparatus, and 
Establishment 
generally. 

Blakeney : 

1910 : 





Feet. 


In Channel - - ' - 

18 Aug. - 

Blakeney Harbour 

_ 

_ 

_ 


_ 



Company. 






Poet Trevor : 








One nn Pier Head or N. Lat 

20 Aug. - 

Welsh Granite 

White, Fixed 

Ordinary Steam 

Paraffin 

28 


52° 57' W., Long. 4° 27’. 


Company. 


Ship Mast 

Oil. 


Lamp good. 





Head Steaming 



Cylinder broken 








and discoloured 





Wick. 



with burnt oil 
splashes, See. 







- 

Reflector 

required 

Tor.LESBUBY : 







cleaning. 

On the Pier Head - 

24 Aug.- 

Groat Eastern 

2 Red. Fixed 

Lenses 

Oil 





Railway Company. 




3Sft.9in 

and several 
Red shades 








broken. 

Southport : 








One at N.W. opening out 

9 Aug. - 

Southport Pier 

White, Fixed 

Dioptric, Lens 

Single 

20 

Good 

or showing at S.S.W. 


Company. 


Jot Gas. 



and S.S.IO., fixed at- the 
extreme end of Pier 








Head. 








River Ribbre : 








North Training Wall 








One Light at J mile from 

9 Aug. - 

Corporation of 

White, Fixed 



Paraffin 

20 


Preston Dock. 


Preston. 



Oil. 


! 

One Light at $ mile from 

9 „ - 

Do. 

Do. 


Do. 


Do. 

Preston Dock. 

One Double Light at 


Do. 



Do. 


Do. 

1 $ miles from Preston 
Dock. 



Fixed. 





One Single Light at 

9 „ - 

Do. 




Do. 


Do. 

2$ miles from Preston 







Dock. 

One Single Light at 

9 „ - 

Do. 



Do. 


Do. 

8$ miles from Preston 
Dock. 








One Single Light at 

9 „ - 

Do. 



Do. 

20 

Do. 

•I.J miles from Preston 






Dock. 

One Double Light at 

0 

” 

Do. 

Do. 


Do. 

20 

Do. 

5 miles from Preston 
Dock. 








One Light at 5$ miles 

9 „ - 

I)o. 

Do. 



20 

Do. 

from Preston Dock. 






One Light at 6.1 miles 

9 - 

Do. 

Do. 


Do. 

20 


from Preston Dock. 
One Double Light at 

9 „ - 

Do. 

White and Red, 



Do. 

20 

7 i miles from Preston 
Dock. 








One Light at 8$ miles 

9 „ ■ 

Do. 

White, Fixed 


Do. 

20 

Do. 

from Preston Dock. 




One Light at 9} miles 

9 - 

Do. 



Do. 

20 

Do. 

I rom Picston Dock. 





One Light on North- 

9 „ - 

Do. 



Do. 

20 

Do. 

West end of Wing 
Wall which is at the 








East end of North 








Training Wall. 








One Light at 10$ miles 

9 r - 

Do. 

White, Fixed 


Do. 

20 

Do. 

from Preston Dock. 




One Light at 11 miles 

9 - 

Do. 

Do. 


Do. 

20 


from Preston Dock. 
One Light at 11$ miles 

9 „ - 

Do. 



Do. 

Do. 

20 

from Preston Dock. 





One Light at 12$ miles 

9 ,. - 

Do. 



Do. 

20 


from Preston pock. 





1 
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Corporation of Trinity House, in 1910 --continued. 



Fog Signals. | 

'ide or Docking Signals, j 

Buoys and Beacons. 


Description. 

Con- 

dition. 

Description. 

Con- 

dition. 

No. 

Colour, Shape, &c. 

Con- J 
ditioni 

If in 
’osition. 




Bed Flag and 

Good 








Balls. 











2 

led Conical Buoys - 

Good 

Yes ‘ 






1 

Back Can, Short Staff, Buoy - 

Do. 

Do. ‘ 






1 

Vhite Can, Staff, Buoy - 

Do. 

Do. 






2 

31ack Can Buoys 

Dc. 

Do. 1 






8 

Back Barrel Boys - 

Do. 

Do. 






2 

Yhite Can Buoys - 

Do. 

Do. 






6 

Vhite Barrel Buoys - 

Do. 

Do. 







Sundry Buoj s and Beacons for 

Do. 

Do. 







Inner Channel to Quay. 








3 

Black Buoys (Fishermen’s) 

Do. 

Do. 

2 








— 

3 

- 

- 

- 

- 

- 

— 

- 

- 

■1 

- 

- 

- 

- 

- 

— 

- 

- 


Bell 

Good 

Semaphore 

Good 








Arms ; White, 









Red and Green 









Lights. 

_ 

_ 

— 

- 

- 

7 

- 

- 

- 

- 

- 

— 

- 

“ 

8 

- 


- 

- 

- 

— 


- 

9 

- 

- 


- 

- 

— 

- 

- 

10 

- 

- 




— 

_ 


11 

- 

- 


- 


— 

— 

— 








_ 

_ 

12 









13 

- 


— 

- 

" 




14 

- 

“ 

— 






15 

- 

- 

- 

- 

- 

— 


- 

16 

- 

“ 



" 




17 

- 

~ 







is 

_ 

- 

- 

- 

- 

— 

- 

- 

l c 

- 

- 

- 

- 

" 




2C 

- 

— 

“ 

— 





2 

- 


— 

— 

- 


1 



p 0.48. 





D 




1 Blakeney 
way ” i n 

Letters. 

‘ Bar Buoy.’’ 


Ian only be ap- 
proached at half 
tide. Shown from 
30th September to 
3 1st March and oc- 
casionally at other 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Keport of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OP LIGHT. 

Ttatfl 


Light. 

Illu- 

minant. 

Height 
of Ligh 
above 
High 
Water. 

Condition of 
Lantern, 
Apparatus, and 
Establishment 
generally. 


of 

Inspection 

Local Lighthouse 
Authority^ 

Character. 

System. 


River Ribble— cont. 

North Training Wall — cont 

1910 : 





Feet. 



One Light at 13 miles 

9 Aug. - 

Corporation of 
Preston. 

White, Fixed 

— ' 

Paraffin 

Oil. 

20 

Good 

1 

One Light at 13$ miles 

9 


Do. 

Do. 

~~ 


20 

Do. 

2 

One Light at 13§ miles 

9 


Do. 



Do. 


Do. 

3 

One Light at 14 miles 
from Preston Dock. 
South Training Wall : 

9 


Do. 

Do. 



20 

Do. 

4 

One Light at 1 mile 
from Preston Dock. 

9 



Do. 

— 

Do. 



5 

One Light at 2 miles 

9 


Do. 


~ 



Do. 

0 

One Light at 3 miles 
from Preston Dock. 

9 

” ' 

Do. 

Do. 

— 


20 

Do. 

7 

One Light at 4 miles 

9 


Do. 


- 


20 

Do. 

8 

One Light at 4} miles 
from Preston Dock. 

9 


Do. 

Do. 

- 


20 

Do. 

9 

One Light at 6 miles 
from Preston Dock, 
being the East side 
of the River Astland. 

9 

” 

Do. 

Red, Fixed 



20 

Do. 

10 

One Light at 6 miles 
from Preston Dock. 

9 


Do. 

White, Fixed 


Do. 

20 

Do. 

11 

One Light at 7 miles 
from Preston Dock. 

9 


Do. 

Do. 

- 


■ 20 

Do. 

12 

One Light at 8 miles 
from Preston Dock. 

9 

» ' 

Do. 

Do. 

- 

Do. 

20 

Do. 

13 

One Light at 8$ miles 
from Preston Dock. 

9 

» ' 

Do. 

Do. 


Do. 

20 

Do. 

14 

One .Light at i) miles 
from Preston Dock. 

9 

» - 

Do. 

Do. 


Do. 

20 

Do. 

15 

One Light at 9f miles 
from Preston Dock. 

9 


Do. 

Green, Fixed 

- 

Do. 

20 

Do. 

16 

One Light at 9} miles 
from Preston Dock. 

9 


Do. 

Do. 


Do. 

20 

Do. 

17 

One Light at 10 miles 
from Preston Dock. 

9 


Do. 

White, Fixed 

- 

Do. 

20 

Do. 

18 

One Double Light at 11 
miles from Preston 
Dock. 

9 

” ' 

. Do. 

Green, Fixed 

1 

Do. 

20 

Do. 

19 

One Light at 11} miles 
from Preston Dock. 

9 


Do. 

White, Fixed 


Do. 

20 

Do. 

20 

One Light at 11} miles 
from Preston Dock. 

9 

- 

Do. 

Do. 

- 

Do. 

20 

Do. 

21 

One Light at 12} miles 
from Preston Dock 

9 

» r 

Do 

Do. 

H 

Do. 

20 

Do. 

22 

One Light at 1 2} miles 
from Preston Dock. 

9 


Do. 

Do. 

~ 

Do. 

20 

Do. 

23 

One Light at 13} miles 
from Preston Dock. 

9 

- • 

Do. 

f)o. 

- 

Do. 

20 

Do. 

24 

One Light at 13 J miles 
from Preston Dock. 

9 


Do. 

Do. 

- 

Do. 

20 

Do. 

25 

One Light at 13} miles 
from Preston Dock. 

9 


Do. 

Green, Fixed 


Do. 

20 

Do. 

26 
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Corporation of Trinity House, in 1910— continued. 


- 

Fog Signals. 

?ide or Docking Signals. | 

Buoys and Beacons. 






Con- 

dition. 



dition. 


Remarks. 


Description. 

Con- 

dition. 

Description. 

No. 

Colour, Shape, &c. 

best 

'osition. 


1 

2 

- 

- 


- 

- 

. \r\ 

- 

- 


3 

■ - 

~ 

— 




: 

_ 


5 

6 

f 

- 

- 

- 

- 

— 

- 

- 


7 

8 

- • 

~ 

— 

~ 




■_ 

— 


9 

- 

- 

- 

- 


— 

- 

- 


10 

r 



~ 


. 




11 



- 

- 

- 

— 

- 



12 


- 

■ “ 

- 

- 

— 

— 



13 


- 

• - 


- 

— 

— 



14 


- 

. - 

- 

- 

— 

— 



15 

— 

- 

- 



— 

— 

“ 


16 

- 

- 



- 

— 

— 



17 

- 



- 


— 

~ 



18 

- 

- 

- 

- 

- 

— 

— 



19 

~ 

- 

- 

~ 


— 




20 

- 

- 

- 

- 

- 

— 

- 



21 

- 

- 

- 

- 

" 

— 

~ 

... 


22 

- 


- 

~ 


— 

~ 



23 

- 

- 

- 

- 


■ 

— 



24 

- 


- 

- 

- 

— 

— 



25 

- 

- 

- 

- 

- 

| 

• - 

“ 




_ 

— 

— 

- 

— 

— 

— 







1 

Buoys 

Red, Boat-shaped, with tri- 

Good 

Yes 

“ Nelson ” Buoy. 







angular superstructure and 
bell, spherical, showing 









1 

White Occulting Gas Light, 
Black Can, Gas, Fixed White 

Do. 

Do. 

“ Gut ’’ Buoy. 






1 

Light. 

Red, Conical, Gas, White, 

Do. 

Do. 

“ Bar ” Buoy. 






1 

Occulting. 

Black, Boat-shaped, with tri- 

Do. 

Do. 

Packington Buoy. 






1 

angular superstructure and 
bell, Red Occulting Incan- 
descent Gas Light, Spherical. 
Red, Conical, Occulting, Whit e 

Do. 

Do. 

Ansdell Buoy. 






1 

Gas Light, 

Black Can, Occulting, Red Gas 

Do. 

Do. 

Salters Buoy. 







Light. 

Do. 

Do. 

In Gut Channel. 








Do. 


Do. do. 






2 


Do. 

Do. 

In Bog Hole. 









Do. 









Do. 

Do. 

‘•Jumbo” Buoy. 







Black Conical ... 

Do. 

Do. 










and 4. 








Do. 

Do. 

Marked S. 1 , 2 and ! 






1 

Red, Conical, White Fixed 

Do. 

Do. 

“Birkdale” Buoy. 






1 

Gas Light. 

Black, Conical, White Flash- 

Do. 

Do. 

“ Bulls Run ” Buoy. 







ing Gas Light, 





D 2 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 



Light. 


Height 
of Light 
above 
High 
Water. 

Condition of 
Lantern, 
Apparatus, and 
Establishment 
generally. 


of 

inspection. 

Local Lighthouse 
Authority. 

Character. 

j System. 

minant. 


St. Ann’s-on-Sea : 

1910: 





Feet. 



Two, one at each end of 
St. Ann’s Pier Head, 94 £ 
feet apart, in a direction 
parallel to the seashore. 

6 Aug. - 

St. Ann’s-on-Sea 
Land and Building 
Company, Limited. 

Red, Fixed 

Ordinary 
Coloured Glass, 
no Reflectors 
or Lenses. 

Gas 

20 

Good 

1 

Lytham : 









One on West Corner of 
Lytham Pier. 

6 Aug. - 

Lytham Pier and 
Pavilion Company. 

Red, Fixed 


Gas 

24 

Good 

2 

Wyre Rivee and Fleet- 
wood : 









One at foot of Wyre on 
the N.B. Elbow of 
North Wharf Bank. 

8 Aug. - 

Lancashire and 
Yorkshire, and 
London and 
North-Western 
Railway Companies. 

White, Occulting 

senses, Douglas 
Patent Lamp. 

Paraffin 

Oil. 

30 

Light should be 
strengthened, 
also Fog Signal. 

3 

Two, Fleetwood Shore, 
Leading Lights. 

8 „ - 

Do. 

White, Fixed 

15-in. Annular 
Lenses. 

Gas 

115 and 
48 

Good 

4 

One on Knot Pier - 

8 „ - 

Do. 

Green, Fixed 

Nil 

Mineral 

Oil. 

26 


5 

Two (one each side) at 

8 „ - 

Do. 

Do. 

Do. 

Gas 

— 

Do. 

6 

Dock Entrance. 









N.E. Corner of Railway 

8 „ - 

Do. 

Do. 

Do. 

Do. 

— 

Do. 

7 

Wharf. 









South Corner of Railway 
Wharf. 

8 „ ' - 

Do. 

Red, Fixed 

Glazed 

Lantern. 

Do. 

— 

Do. 

8 

Black Scar, on Shoal 

8 „ - 

Do. 

White and Red, 

— 

Electricity 

15 

Do. 

9 

Black Scar, on Groyne - 

8 „ - 

Do. 



Do. 



10 

On Pole at the end of 

8 „ - 

Do. 

White, Fixed 


Gas 

10 


11 

Lifeboat Slip. 








At South Corner of Slate 
Slip. 

8 „ - 

Do. 

Red, Fixed 

Glazed 

Lantern. 

Do. 

12 

Do. 

12 

Two at Dock Entrance, 
Leading Lights. 

8 „ - 

Do. 

Do. 

Lamps 

Oil 

25 and 
20 

Do. 

13 

Two on the Bank, Lead- 
ing Lights. 

8 „ - 

Do. 

White, Fixed 

Do. 

Do. 

20 and 
10 

Do. 

14 

On Beacon near Low 
Leading Light. 

8 „ - 

Do. 

Red and White, 
Fixed. 

Do. 

Gas 




Morecambe and Heysham : 









Lighthouse - 

6 Aug.- 

Midland Railway 
Company. 

White, Fixed 

Reflector 

Incandes- 
cent Gas. 

38 

Good 

16 

Two Red Lights, one of 
which is halfway up 
Stone Pier and the other 

6 » - 

Do. 

Red towards 
Beacon, White 
elsewhere, Fixed. 

Reflectors and 
Prisms. 

Gas 

21 and 
28 



at South Head of 
Wooden Pier. 








On Southernmost 

Roundhead No. 1. 

0 I. - 

Do. 

White, Fixed 

Lens 

Do. 

30J 

Should have 
Reflector. 

18 
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Corporation of Trinity House, in 1910— continued. 


Tide or Docking Signals. 


White, Green 
|and Red Lights 
and Semaphore 
Arms. 


Buoys and Beacons. 


Red, Square Cage, 2-1 ft. 


Gas, Fixed White Light, | 
Conical Cage. 

Red, Nun, Iron 

Black, Can, Gas, Cage - 
Black, Can, Cage - 
Black, Can, no Cage 
Red, Conical, Gas, Cage - 
Red, Conical, Cage 
Red, BeU, Diamond 
Black, Can, Gas, Fixed White 
Light. 

Black, Perch, 'Square Platform, 
Diamond. 

Standing Perch, shows White 
Light into Channel from N. 
through E. to S., and Red to 
W. from N. through W. to 
S., Gas. 


Southward of Luue 
Deep to mark Shell 
Wharf. 

Southward of Lune 
Deep to mark “ N.W. 
Boulders.” 

To mark “ King Scar 
Ridge.” 

Marked “ Fairway,” 


| On Bank South of 
Red Buoy. 


| When brought into 
one will lead between 
No. 2 Red and No. 2 
Black Buoys. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 



' Date 

Name of 

Light. 


Height 

Condition of 




Illu- 

of Lighi 

Lantern, 

OF LIGHT. 

• of 

Inspection 

Local Lighthouse 
Authority. 

Character. 

j System. 

minant. 

above : 
High 
Water. 

Apparatus, and 
Establishment 
generally. 

Mokecambe and Heysham 








— cont. - ■ 








Heysham — cont. 

1910 : 





Feet. 


On Northernmost Round- 

6 Aug. - 

Midland Railway 

White, Fixed 

Arc Lamp 

Electricity 

— 

Good 

head No. 1. 

Company. 





Do. 

Lighthouse near Naze • 

6 „ - 

Do. 


leas 

Gas 


Two on S.W. Quay 

6 » - 

Do. 

Green, Fixed 

_ 

Electricity 

15 and 

Do. 








Outer end of centre 

6 ., - 

Morecambe Pier 

Green and Red, 


' Gas 

'40 

Do. 

Promenade Pier. 


and Pavilion 

Fixed. 







Company. 






Regent Road, West Pier 


Morecambe 

2 Green, Fixed 


Electricity 



End. 


(Regent Road), 
West End Pier 








Company. 






HODBABBOW : 








On outer embankment 

5 Aug. - 

Hodbarrow Mining 

White, Occulting 

T.pns 

Oil 

40 

Good 

Lights on Jetty. One 


Company. 






5 >. - 

Do. 

Red 


Gas 



Lamp on end of Pier 
facing South. Pier 
otherwise lighted by 
12 Gas Lamps. 








Whitehaven : 








One at end of Breakwater 

4 Aug. - 

Whitehaven 

White, Revolving 

3 Reflectors 

Three 

52 

Good 

West Pier Head. 

Harbour Com- 



1-Wick 





missioners. 

2 minutes. 


Argand 

Oil 

Lamps. 



One at North Pier Head - 

I' •, - 

Do. 

Green, Fixed 

3 Windows and 

Electricity 

28 

Do. 





2 Reflectors 




One at Old Quay Light- 

I „ - 

Do. 



Do. 

40 

Do. 

bouse Tower. - t 








One 7 ft. below in same 

4 „ - 

Do. 

Do. 


Do. 

33 

Do. 

building. 








One at Old Quay Pier 

4 : 

Do. 

Green, Fixe A 

Glazed 

Do. 

25 

Do. 

Head. 







One at Old North Wall 

4 „ - 

Do. 

Do. 

Do. 

Do. 

25 

Do. 

Pier Head. 









6 


9 

10 


ll 
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Corporation of Trinity House, in 1910— continued. 


Fog Signals. 


Tide or Docking Signals. 


Descriptioni 


Con- 

dition. 


Description. 


Buoys and Beacons. 


Colour, Shape, &c. 


If in 
Position. 


Buoys , . 
Black and White Vertical | 
Stripes, Gas, Bell, Can. 

Black, Can, Cage - 
Red, Conical - 
Black, Barrel 
Red and White Chequers, Can, 
Gas, Single Flashing. 

Red and White Vertical Stripes, | 
Gas, Single Flashing. 

Red, Conical, Gas - - 

White Beacons, Black Poles, 
Diamond. 


Black Beacon, Mast, Globe 


Light screened from 
Seawards. 

Leading Light in con- 
junction with No. 1 
Roundhead Light. 

I To define by night 
centre of deep water 
channel showing be- 
tween the bearings 
N. 60° E. and N. 68° 
E. Magnetic. 

I “ Grange.” 

| No. 1, Western Point, 
Yeoman’s Wharf 
Spit. 


| S.W. Quay, Hey sham, 
to define centre of 
deep water channel 
by day. 

11 Borrows Baulk.” 

| Green to Seawards ; 
Red towards Har- 
bour. 


Buoys : — . 

Black, Conical, Staff and Globe, 

1 D. 

Black, Dome, Marked 2 D 
Black, Conical Marked, 3 D - 
Black, Conical, Marked 4 D - 
Black, Conical, Staff and | 
Barrel, Marked 6 D. 

Black, Can, Marked 8 D 
Black, Can, Marked 11 D 
Black, Conical, Marked D 
Black, Dome, Marked 5 and 
7 D. 

Black, Dome, Staff and Globe, 
Marked 9 D. 

Black, Can, Marked 10 D 
Black, Conical, Marked D 


8 Steam Whistle 


Tide Light Inner 
Harbour shown 
from 9 ft. at Flood 
to 9 ft. at Ebb on 
show board at 
Watchhouse steps 
in Old Quay, the 
said board being 
fixed at same level 
as Old Dock Sill, 
Liverpool. 

Block Light when 
entrance is ob- 
structed. 

I Leading Light to 
Inner Harbour. 


Do. 


do. 
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I. — Report of Inspections of Local Lighthouses, &c., by the 



Date 

Name of 

Light. 

Illu- 

Height 
of Light 

Condition of 
Lantern, 

OF LIGHT. - 

of 

inspection. 

Local Lighthouse 
Authority. 

Character. 

System. 

minaut. 

above 

High 

Water. 

Apparatus, and 
Establishment 
generally. 

Harrington : 

1910: 





Feet. , 


One on South Pier on 
extreme end, 170 ft. 

4 Aug. 

Harrington 
Harbour Board. 

Green, Fixed 

- 

Gas 

38 

Good 

from Lighthouse. 







Do. 

One on South Pier, 170 ft. 


Do. 

White, Fixed 









33 

Do. 

One on Inner South Pier 

4 „ - 

Do. 

Green, Fixed 



Head. 






27 

Do. 

One on Inner North Pier 

4 „ ' 

Do. 

Red, Fixed 



Head. 





37 

Do. 

Additional Red Light 

4 „ - 

Do. 

Do. 

— 

Oil 

when Harbour is 
blocked. 







Do. 

One on Wooden Jetty 
extreme end. 

4 „ - 

Do. 

Do. 




Workington • 








One on John Pier - 

4 Aug. - 

Workington 
Harbour and Dock 

White, Fixed 

Reflector and 
Dioptric Lens. 

Incandes- 
cent Gas. 

62 

Good 

One on Wood Pier - 

4 „ - 

Do. 

Red, Fixed 

_ 

Oil 


Do. 

One on North Jetty 

4 i. - 

Do. 

Green, Fixed 

Bulls Eye and 
Reflector. 

Gas 

23 

Do. 

One on Beach in front of 

4 „ - 

Do. 

Red, Fixed 

— 




Shipyard. 





1ft 

Do. 

Barrel Perch on North 

4 „ - 

Do. 



Oil 

Bank. 








Bush Perch on North Bank 

4 „ - 

Do. 

Do. 


Do. 

10 


South Bank — Two - 

4 - 

Do. 

2 White, Fixed 


Do. 

12 and 
12 

Do. 

Maryport : 








One on Outer end of 
South Pier. 

4 Aug. - 

Commissioners of 
Maryport 
Harbour. 

White, Fixed 

Glazed 

Lantern. 

Gas 

32 

Good 

One on Outer end of 


Do. 


Do. 

Do. 


Do. 

North Pier. 








One on Inner end of 
South Pier. 

4 „ - 

Do. 

White, Fixed 

4th Order 
Dioptric and 
Catoptric. 

Do. 

61 


One on Inner end of South 

4 „ - 

Do. 



Do. 

41 


Pier below White Light. 







Do. 

One on Jetty, South Side 

4 „ - 

Do. 

Green, Fixed 

Four-sided 
Lantern with 
Bulls Eyes. 

Do. 


One on North Tongue 

4 - 

Do. 

Red, Fixed 

Do. 

Do. 


Do. 

Skinburness, Lee, Sit.loth 
and Solway: 








One on Silloth Pier 

4A ” E " 

North British 
Railway Company. 

White, Fixed 

5-in. Burner 

Paraffin 

Oil. 

33 

Good 

One on Lee Scar 

4 • 

Do. 

Do. 

3 Reflectors 
and 3 lj-in. 
Burners. 

Do. 

26 

Do. 

One at Skinburness or 
Cote. 

4 „ - 

Do. 

Red, Fixed 

3 Reflectors 
and 3 If -in. 
Burners. 

Do. 

40 

Do. 

Solway Lightship 


Do. 

White, Flashing 

6 Reflectors 
and 6 Double- 
wick Burners, 
Circular Wick. 

Mineral 

Sperm 

Oil. 

26 

Do. 


Printed image digitised by the University of Southampton Library Digitisation Unit 



'reports on local lighthouses, &c. 


38 


Corporation of Trinity House, in 1910 — continued. 


Fog Signals. 


Tide or Docking Signals. 


Red Ball and 
Light. 


Buoys and Beacons. 


Changed to a Red 
Light while tide is 

Not visible till inside 
o£ new Leading 
Lights. 

Leading Light. 


11 


Do. do. 


12 

13 


Do. do. 

Leading Lights. Not 
in position when 
dredger is working 
in the entrance. 
Dredger exhibits 
Two Red Lights 
vertical on side 
vessels arc to pass ; 
Red Flag by day. 


14 


16 ! 


16 


17 

18 


Shown when there is 
an obstruction. 


20 


Hand Fog 
Horn. 


21 


Bell 


Good 

Do. 


Red. Balls, Red 
and Green 
Lights. 


Good 


22 


Tidal Light. 


Leading Light, . Eng- 
lish Channel, Sol- 
way Firth to 
Silloth. 


23 


Hand Fog 
Horn. 


Good 


n 0.48. 


Buoys : — 

1 Black, Can, Staff and Cage 

6 Red, Conical - 

4 Black, Can 

4 Black, Conical and Can 


Fairway Light up 
and down Channel. 
“ Solway ” painted 


Good 

Do. 

Do. 

Do. 


Yes 

Do. 

Do. 

Do. 


Leading from Silloth 
Jetty past W. of 
River Wampool 
Outlet. 


E 
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I. — Keport of Inspections of Local Lighthouses, &c., by the 



Date 

Name of 

Light. 

iiiu- 

Height 
of Light 

Condition of 
Lantern, 

OP LIGHT. 

of 

Inspection. 

Local Lighthouse 
Authority. 

Character. 

System.' 

minant. 

above 

High 

Water. 

Apparatus, and 
Establishment 
generally. 

BARltOW : 

1910: 





Feet. 


1 and 2 Leading Lights - 

5 Aug. - 

Furness Railway 
Company. 

White, Fixed 

Lens 

Gas 

20' and 
38 

Good 

3 and 4 „ „ - 

5 „ - 

Do. 

Do. 

Do. 

Do. 

20 and 
46 

Do. 

6 and 6 „ „ - 

5 - 

Do. 

Do. 

D 

Do. 

20 and 
61 

Do. 

East Pile Light in Barrow 

5 » • 

Do. 

Do. 

Catoptric 

Oil 

26 

Do. 

West Pile Light 

'6 „ - 

Do. 

Do. 

“ Pmtsch ” 

Oil Gas 



On end of Dockyard Pier 

5 „ • 

Do. 

White with two 
Green Sectors, 
Fixed. 

Nil 

Coal Gas 

17 

Do. 

Walney Bridge 

5 Aug. - 

Barrow Corporation 






Lune River, Walney Is- 
land and Walney : 








Walney Island - - 

5 Aug. - 

Commissioners and 
Trustees of the 
Port of Lancaster. 

White, Revolving 

Reflectors 

4,000 c.p. 
Acetylene. 

70 

Good 

500 feet E.N.E. of Hawes 

6 „ - 

Do. 

Red. Fixed 

4th Order 

— 

— 

Do. 

Point Old Lighthouse. 








River Lune, Cockers and 

6 „ - 

Do. 

White, Fixed 

Do. 

Acetylene 

54 

Do. 

Abbey High Light. 








Lower Light, Plover Scar, 

5 .. - 

Do. 




20 

Do. 

about i mile W. by N. 
*N. 








Glasson Dock, High Light 

5 .. - 

Do. 

Red and Green 
Sectors, Fixed. 



19 

Do. 

Glusson Dock, Low Light 

6 ii - 

Do. 

Red, White and 
Green Sectors, 
Fixed. 

- 

Do. 

17 

Do. 
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Corporation of Trinity House, in 1910 — continued. 


iTidc or Docking Signals, j 

Buoys and Beacons. 





Con- 

dition. 

If in Remarks. 

Description. 

Con- 

dition. 

No. 

Colour, Shape, &c. 

best 

Position. - 







Red Flags, 
Black Balls, 
Red and White 
Lights. 

Good 

- 

— 

- 

! ' — To mark dredged 

Channel through 

Peel Bar in line 
N. 59° E. 

— To mark dredged 






Channel and into 
Peel Harbour in line 
N. 24° E. 






— To mark Channel 






from Peel to Docks 


in line N. 44° W. 
Marks a bend 
Channel. 

Do. Do. 


Buoys 

Black, Nun, Cage - 
Black, Conical, Gas, shows 
Fixed White Light. 

Red, Nun, Ball - 
Red, Conical - 


Gas and Bell, Can, Conical 
superstructure, White Flash- 
ing Light. 

Red, Can, Oil Lighted(Wigham), 
showing Red Fixed Light. 

Black, Can 

Black, Can, Gas, White Fixed 
Light. 

I Black, Conical, Gas, White 
Fixed Light. 


“ Groyne ” Buoy. 

“ Halfway ” Buoy. 


Green Ball, Good 
Red and Green 
Lights. 


Flag and Good 
Green Light. 


Western Green Sector 
shown as Tidal Light 
when the Dock can 
be entered. Other 
Sectors mark Dock 
entrance and Piers, 
exhibited from 1st 
October to 1st March 
and occasionally at 
other times. 

White to S.W., Red 
over Basil Hole 
Buoy. Red off the 
end of Pier and 
Green to Southward 
of S.S.E. along line 
of New Quay Wall. 
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1. — Report, of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 



Light, 

Illu- 

minant. 

Height 1 
of Light 
above 
High 
Water. 

Condition of 
Lantern 
Apparatus, and 
Establishment 
generally. 

of 

Inspection. 

Local Lighthouse 
Authority. 

Character. 

i 

System. 


1910: 





Feet. 


LUNE RlVEK, WALNEY IS- 
LAND AND WALNEY — cunt. 

X 

5 Aug. - 

Commissioners and 
Trustees of the 
Port of Lancaster. 






Blackpool : 








One on Central Pier 

6 Aug. - 

Blackpool Central 
Pier Company. 

Red, Fixed 

Hexagon, 
Lantern on 
iron tripod, 
Lens pattern. 

Paraffin 

Oil. 

28 

Good 

One on Victoria Pier 

6 „ - 

Victoria Pier 
Company. 

Do. 

Ordinary 

Lamp. 

Gas 

30 

Do. 

One on North Pier on 
extremity of extension 
works. 

6 - 

Blackpool Pier 
Company. 

Green, Fixed 



35 

Do. 
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Corporation of Trinity House, in 1910 — continued. 


-- 

Fog Signals. 1 1 

l’ide or Docking Signals. I 

Buoys and Beacons. 




— 






Con- 

dition. 

If in 

Remarks. 


Description. 

Con- 

dition. 

Description. 

Con- 

dition. 

No. 

Colour, Shape, &c. 

Position. 











From Abbey Lights to 


_ 

~ 

— 

— 


Buoys : — 



Gltisson. 






1 

Black Conical Buoy 

Good 

Yes 

“ Batehaven ” Buoy. 
Name painted in 
white letters. 






1 

Do. do. 

Do. 

Do. 

“ Town Scar.” Name 
painted in white 
letters. 






1 

Bed Conical Perch 

Do. 

Do. 

“ Crook Scar.” Name 
painted in white 
letters. 






3 

Black Conical Buoys 

Do. 

Do. 

Nos. 1, 2, and 3 
Numbers painted in 










white figures. 






- 

Black Spar Buoys - 

Do. 

Do.' 

Placed between each 
Buoy. 

“ Basil Point.” Name 
painted in white 






1 

Black Buoy - 

Do. 

Do. 










letters. 






1 

1 

Red Nun Buoy 

Black Nun Buoy, White Cap - 

Do. 

Do. 

Do. 

Do. 

Marking Channel of 
River Lune from 










Fleetwood to Abbey 
Lights. 






4 

Black Nun Buoys - 

Do. 

Do. 

Nos. 2, 3, 5, and 6. 






1 

Black Can Buoy, Staff and 

Do. 

Do. 

No. 4. 

1 





1 

1 

1 

Cage. 

Bed Cage Buoy - 
Black Conical Beacon, Ball - 
Bed Perch - 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Off Glasson Dock. 
Rossall Land Mark. 
Marking Crook Scar. 


i 

J 


- 

1 

— 

- 

- 



(Signed) A. Owen, 

Secretary, 

Trinity House, London, E.C. 


E 3 
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II. — REPORT of Inspections of Local Lights, &c. by the Commissioners 
of Northern Lighthouses in 1910. 


Northern Lighthouse Board, 

84, George Street, Edinburgh, 

Sir, 14th January 1911. 

I am directed by the Commissioners of Northern Lighthouses to report, 
for the information of the Board of Trade, the result of their inspection of 
Harbour and Local Lights during the year 1910, in terms of “ The Merchant 
Shipping Act, 1894,” sec. 652 (4) (37 & 38 Viet. Cap. 60). 


The lights at the following places were found in good order, viz. : — 


Clackmannan : — 
Kincardine. 
Alloa. 

Alloa Bridge. 
Inverness : — 
Broadford. 
Mallaig. 

Loch Boisdale. 
Ross : — 

Aultbea. 
Argyll : — 

Dunoon. 

Kirn. 

Bruichladdich. 
Arran : — 

Land ash. 
Whiting Bay. 
Loch Ranza. 
Bute : — 

Craigmore. 

Rothesay. 


Renfrew : — 

Gourock (Kempoch Point). 
Fort Matilda. 

Dumbarton : — 

Helensburgh. 

Craigendoran. 

River Clyde : — 

Meadowside. 

Shieldhall. 

Scotstoun. 

Blythswood. 

Dalmuir. 

Rashilee. 

Donald’s Quay. 

Bowling Bay. 

Longhaugh Beacon. 
Dumbuck. 

Garrison Beacon. 

Cardross. 

Ayr 

Gir van. 


Port Ellen : — Islay. 

The apparatus was found in good order, but the question of the 
adequacy of the arrangements for lighting the entrance is under 
consideration. 


The lights at the following places were found to have certain minor defects, 
such as cracked lantern panes, &c. which have since been made good by the 
Harbour Authority concerned, viz. : — 


Inverness : — 

Kyle of Lochalsh. 
Loch Tarbert. 
Loclimaddy. 

Loch Skiport. 


Orkney : — 
Longhope. 

Argyll : — 

Campbeltown. 
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The lights at the following places were defective in the respects mentioned, 
but all the defects have been or will be made good by the Local Authority 
concerned : — 

Ayr . — Burners improperly focussed. 

Ardrossan — Lanterns of Green Lights on Winton Pier worn out and not 
cleanly kept. 

Troon . — Incandescent burners improperly focussed. 

I am, Sir, 

The Assistant Secretary, Your obedient servant, 

Harbour Department, Board ofTrade, (Signed) William Coats, 

London. for Secretary. 


III.— REPORT of Inspections of Local Lights, &c. by the Commissioners 
of Irish Lights in 1910. 


No. 40 . Irish Lights Office, 

Carlisle Building, Dublin, 

gj r 16th January 1911. 

I am directed by the Commissioners of Irish Lights to acknowledge the 
receipt of your letter of the 13th instant (H. 329/741), and in reply to forward, 
for the information of the Board of Trade, copies of reports of their inspections 
of local lights, buoys, and beacons under their jurisdiction during the year 1910, 
as follows : — 

Kinsale Harbour. 

Glandore. 

Sligo. 

Belfast. 

I am, Sir, 

The Assistant Secretary, Your obedient servant, 

Harbour Department, Board of Trade. (Signed) H. O. Cook, 

Secretary. 


(Enclosure 1.) 

Commissioners of Irish Lights. 

24th May 1910. 

Made a local inspection of Kinsale Harbour. The three black can buoys 
marking the channel were in good order, but require painting. 

(Signed) R. H. Scovell. 


(Enclosure 2.) 

Commissioners of Irish Lights. 

25th May 1910. 

Inspected the light on Grohogue Point, Glandore Harbour, and found it in 
very good order. It is a watched dioptric light fixed white to sea and red up the 
Harbour. 

On ^the chart it is stated the light is exhibited from 12th April to 
November 20tl), but this is incorrect, it is exhibited now from 15th April to 
31st May, and from 1st September to 31st January.* 

J (Signed) R. H. Scovell. 


* This point has been noted by the Hydrographer to the Admiralty. 
E 4 
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(Enclosure 3.) 

Commissioners of Irish Lights. 

The Commissioners of Irish Lights beg to report that their Inspector has 
inspected the light and marks under the jurisdiction of the Sligo Harbour 
Commissioners, and found them all in good order. 


(Enclosure 4.) 

Commissioners of Irish Lights. 

Belfast, 

5th October 1910. 

Accompanied by the following : — Messrs. J. Andrews, Henry Hutton, Sir 
Otto Jaffe, D. C. Kemp, James MacConnell, W. E. Williames, Harbour Commis- 
sioners ; Mr. Currie, Secretary ; William Kelly, Engineer to Harbour Board, and 
Captain McIntyre, Harbour Master, we proceeded in the Steamer “ Musgrave,” 
placed at our disposal by the Commissioners, and inspected all the lights and 
buoys under the jurisdiction of the Harbour Commissioners, and found them all 
in first-class order. 

(Signedj T. C. Burnside. 

R. Ii. Scovell. 
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